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Att to CC®-0566 


Summary ftecgpltulation of Messages 
23 July - 4 August 

Received lay Froject Headquarters on Mission 9002 


1 . 23, 24, 25 July messages froo USD Control Center indicated 
That mission 9002 estimated launch time la 10002 20 July. 

2. A 23 July 02492 massage fro® 1M3D Control Center indicated 
that mission 9002 estimated time far launch la 10002 20 JUly. 

3. A 20 July 1549Z message froo LMBB Control Center indicated 
that mission 9002 estimated launch tiae i# 10002. 20 July. Heather 
poor and possibility of a hold for weather exists. 

4. A 28 JUly l65fe message frca LMSD Control Center indicated 
that mission 9002 estimated launch time is 19002 July. Holding 
at T-150 minutes few weather. 

5. A 28 July 17552- message from LMSD Control Center indicated 
that mission 9002 estimated launch time is 213055 20 JUly. B ol ding 
at T-150 minutes for weather. 

6. A 28 JUly 1&4& message from LMBD Control Center indicated 
that mission 9002 eatiaated time for launch ia 10002 29. Adverse 
-weather at launch site. 

7 . a 06 JUly 10342 message freet LMSD Control Center indicated 
that mission 9002 shorted because of poor weather at launch site. 

8 . A 28 July 21072 sassage from LMSD Control Canter indicated 
that mission 9002 . estimated time fear launch is 10002 29 July. Heather 
forecast however not favorable. 

9. A 29 July 15582 message from UBD Control Center indicated 
that mission 9002 estimated time for launch is 19002 29 July, 
Anticipate hold for weather. 

10. A 29 JUly 17132 message from LMSD Control Center stated that 
mission 9002 estimated time far launch ia 20002 29 July. Holding at 
T-l8o minutes for weather. 

11 . a 29 July 17342 massage from LMSD Control Center stated that 
mission 9002 estimated time for launch is 18002 30 JUly, Unfavorable 
weather at launch site. Forecast of weather for area Indicates no 
change far 30 JUly. 
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12. A 29 July 1855Z m e ssa g e frets LMSD Control Center stated 
that mission 9002 estimated Mae for launch is 19002, 30 July. Weather 
precludes earlier launch. 

13« A 30 July 1 6 shz message fro® LH8D Control Center stated 
that mission 9002 estimated Mss for launch is 19002. Weather looks 
good, even more favorable than forecast. 

Ik. A 30 July 17132 sassage from LMSD Control Center stated Mat 
mission 9002 estimated tins for launch is 20302. Will start l£ hour 
hold at 17002 for Mains. Will he bolding #*-150 minutes sad will 
resume count down at app'oxlsstely 18302. 

15. A 30 JUly 18032 message free LMSD Control Canter stated 
that mission 9002 is being scheduled for launch as early as 19^52. 
Weather improving and appears favorable for launch. 

16. A 30 July 18522. message from LM9D Control Center stated 
that there was no change In plans to launch mission 9002 at 19452. 

17. A 30 July 20Q1Z assess* from LMSD Control Center stated 
that mission 9002 being held a 5-12 minutes for variable weather end 
trains. 

iS. A 30 July 21032 message from LMSD Control Center stated 
that mission 9002 being held at **12 minutes for weather. 

19. A 30 July 23A52 message from LMSD Control Center stated 
that mission 9002 being held at 7*12 minute* for unannounced train 
schedule. Weather favorable. 

20. A 30 July 23062 message from USD Centred Center stated 
that mission 9002 being held a T-12 minutes welting for opportune 
weather conditions before resuming count down. 

21. A 30 July 2347E message frea LMSD Control Center stated 
that mission 9002 being held at T-60 seconds because of loss of LGK 
pressure. 

22. A 30 July 18L3S message from LMSD Control Center stated 
that mission 9002 aborted due to failure of engine i^itoro to function 

23. A 31 July 22202 message frost LMBD Control Caster stated 
that mission 9002 hopefully is being scheduled few 10OOZ 3 August. 

24. A X August 19422 message from LMSD Control Center stated 
that mission 9002 delayed to 180OZ 4 August. 
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S3, A 3 August 2204s m essa g e fro® USD Control Crater stated 
that mission, 9002 delayed to 19002 3 August due to had weather. 

26 . k August 21032. message from 11932} Control Center stated 
that mission 9002 delayed to 1800S 10 August because of aocraal 
vehicle preparation. 
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